FIRST AMENDMENT TO DEMOLITION AGREEMENT 



CONTRACT NUMBER - 2012-000026-A 



THIS FIRST AMENDMENT TO DEMOLITION AGREEMENT (hereinafter 
referred to as the "First Amendment") is made and entered into in San Juan, Puerto Rico as of the 
26 th day of September, 2012, by and between: 

AS PARTY OF THE FIRST PART: THE PUERTO RICO SCIENCE, 
TECHNOLOGY AND RESEARCH TRUST (hereinafter referred to as the "Trust" or 
"Owner"), which Trust was created by Act No. 214-2004, as amended by Act No. 208-2011 
(collectively, "Act No. 214"), and constituted by the Constitution Deed Number 23 executed on 
December 31, 2004 before Notary Public Jaime Arturo Riera-Seivane (the "Constitution Deed"), 
represented herein by its Interim Administrator, Eric Comavaca, and by Trustee Edward 
Calvesbert, both authorized to appear in the present First Amendment by virtue of the power 
conferred to them by the Trust's Board of Trustees. 

AS PARTY OF THE SECOND PART: INTERLINK CONSTRUCTION, INC. 

(hereinafter referred to as the "Contractor" ), a corporation organized under the laws of the 
Commonwealth of Puerto Rico, with main offices at Villas de San Francisco Plaza I, Suite 201, 
Ave. De Diego #89, San Juan, Puerto Rico, with Tax ID Number . herein 

represented by its executive Vice President, Hermand E. Mendez-Monserrate, of legal age, 
married, a Professional Engineer with license number 15093 from the Puerto Rico Board of 
Engineers and Surveyors, and a resident of Guaynabo, Puerto Rico, duly authorized to appear 
herein. 

The Trust and the Contractor shall be collectively referred to herein as the "Parties" and 
separately as a "Party". 

Terms used herein which are not defined in this Agreement shall have the meanings 
assigned to them in the Contract Document entitled "General Conditions" (the "General 
Conditions" ), which is a part of the Demolition Agreement dated and executed on June 26, 2012, 
and is also made to form an integral part hereof. 



WHEREAS, the Trust is authorized to enter into this First Amendment pursuant to its 
Constitution Deed and Act No. 214 due to the services required herein for the Trust to pursue its 
delegated duties thereunder; 

WHEREAS, the Trust entered into a Demolition Agreement, Contract No. 2012-000026 
(the "Agreement"), with Contractor on June 26, 2012 to provide for, among other tasks, the 
demolition of selected buildings and structures, including the hauling and disposal of debris, in 
connection with the redevelopment of the Property; 



WITNESSETH: 
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WHEREAS, the Trust needs to expand the scope of services to include additional 
services associated with the demolition of certain concrete slabs, on-grade slabs, foundations and 
substructures at the Property, as described in the proposal to the Trust dated September 26, 2012 
regarding "Additional Work Request" included in Attachment A, Exhibit A to the Agreement as 
amended in this First Amendment; and 

WHEREAS, the Parties now wish to amend the Agreement to memorialize their 
understanding regarding the additional services and related obligations as set forth herein. 

NOW THEREFORE, in consideration of the mutual covenants and agreements herein 
contained, the Trust and Contractor agree as follows: 

AMENDMENT 

1. Section 1.1.1 (Recitals) of Article 1 (Background) of the Agreement is hereby amended 
and restated to read as follows: 

"1.1.1 Owner desires to contract general contractor sendees related to the abatement of 
existing lead-based paint ("LBP") and asbestos-containing materials (ACM) and the 
subsequent demolition of approximately sixty-five (65) buildings and structures and the 
related on-grade slabs, foundations and substructures (collectively, the "Project") within 
the former Rio Piedras State Penitentiary property in the Monacillos Ward, San Juan (the 
"Property"). The Project will also include repaving certain roads within the Property." 

2. Section 2.1 (Scope of Contract) of Article 2 (Contract) of the Agreement is hereby 
amended and restated to read as follows: 

2.1. "Scope of Contract 

The services provided hereunder generally consist of the full, proper and timely 
execution and completion of the Project in a first-class manner in accordance with the 
Owner's investment objectives in coimnissiomng the Project and its criteria and 
objectives for the Project. 

The Contractor's services shall include, but not be limited to, all necessary and 
appropriate LBP/ACM abatement (based on the final survey report performed by AES 
International, Inc. and already provided to Contractor by Owner and on the subsequent 
issuance of Change Order Number 1 of August 6, 2012); demolition of selected 
buildings, structures, on-grade slabs, foundations and substructures; road repaving; and 
other related services required to complete the Project The Contractor's services shall 
not include any architectural, landscape design, interior design, engineering and related 
design services related to the Project, any of which shall be provided by the Designers, 
provided that the Owner designates the Contractor as its agent in the procurement of such 
services by Designers. The Contractor's sendees shall include, but not be limited to, any 
physical, structural, environmental or other inspections, evaluations, experiments, 
analyses, briefings and presentations that are, or may be, reasonably required by the 
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Owner in connection with the performance of such services, excluding those already 
contracted directly by the Owner, such as the overall project inspection and the testing, 
inspection and final clearance of the LBP and ACM abatement work. The Contractor 
shall fully execute all the Work (as defined below) described in the Contract Documents. 
The cost of additional requirements outside the Proposal requirements and Scope of 
Work may be subject to adjustments in the Contract Price and Time as established herein. 

The Contractor shall also furnish all labor, materials, supervision, management, supplies, 
services, tools and equipment required to complete the Work (as defined below) in strict 
accordance with the provisions of the Contract Documents, all of which are hereby made 
a part hereof. On or before the expiration or terrnination of the Contract, as part of its 
obligations thereunder, the Contractor shall deliver (or cause to be delivered) to Owner a 
true and exact copy of any diagrams, plans, sketches, maps and other documents used in 
the performance of the Work and for which a Aird party copyright or patent right would 
not be an impediment to such delivery. 

The abovementioned ACM/LBP abatement, demolition activities, road repaving and 
related services (collectively, the "Work") are set forth in Exhibit A of the Agreement. 
Owner and Contractor each agree to perform all of their respective obligations set forth in 
the Contract and to be bound by all of the terms and conditions of the Contract 

The Recitals are expressly incorporated into this Agreement and made to form an integral 
part hereof." 

3. Section 3.1.1 (Contract Price) of Article 3 (Contract Price, Withholding, and 
Liquidated Damages) of the Agreement is hereby amended and restated to read as 
follows: 

3.1. "Contract Price 

3.1.1. Contract Price. In accordance with the Contract Documents, the Owner agrees to 
pay and the Contractor accepts, as full payment for the complete and proper performance 
of the Contract, the amount of THREE MILLION, FOUR HUNDRED NINETY 
FIVE THOUSAND, NINE HUNRED EIGHTY SIX DOLLARS AND ZERO 
CENTS (§3,495,986.00) (the "Contract Price"), subject to authorized increase or 
decrease by means of Change Orders -in accordance with Subsection 3.1.3 of this 
Agreement and in the General Conditions. The Contract Price shall include the 
Contractor's Fixed Priced Items, Unit Price Items and List of Alternatives as contained in 
Contractor's Proposal. 

The Fixed Priced Items shall include the following: (1) Demolition, including permitting, 
safety plan and environmental controls; (2) Demolition of Guard Tower (58B); (3) 
Demolition of Guard Tower (59C); (4) Demolition of 300,000 gallon elevated water 
storage tank; (5) Demolition of all on-grade slabs, foundations and substructures (based 
on the 468,012 square feet of building footprints); (6) Rolling and backfilling of impacted 
areas with previously grinded material; (7) Project General Conditions; (8) Profit; and (9) 
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LBP and ACM Abatement The Fixed Priced Items shall not exceed the amount of TWO 
MILLION, THREE HUNDRED FORTY ONE THOUSAND, FIVE HUNDRED AND 
THIRTEEN DOLLARS ($2,341,513.00), except by means of Change Orders as 
established herein. 



The Unit Price Items and their corresponding maximum amounts shall be as follows: 





Unit Price Item 


Quantity 


Unit Price 


Maximum 


1 


Re-pavement of roads (per square 
meter), 1" section thickness 


2,600 SM 


$16.25 


$42,250 


2 


Hauling of non-structural debris (per 
cubic yard) 


2,600 CY 


$6.35 


$16,510 


3 


Disposal of non-structural debris 
(per ton) 


650 tons 


$45.00 


$29,250 


4 


Post-demolition permitting 
monitoring and reporting (per 
month) 


19 months 


$1,200 


$22,890 


5 


Grinding - Loading of Trucks 


21,450 CY 


$2.35 


$50,407.50 


6 


Grinding - On-site Hauling 


21,450 CY 


$1.85 


$39,682.50 


7 


Grinding - Stock Piling 


50,050 CY 


$1.60 


$80,080 


8 


Grinding 


85,210 CY 


SI 0.25 


$873,402.50 




Total 






$1,154,473 



The total of all Unit Price Items shall not exceed the amount of ONE MILLION, ONE 
HUNDRED FIFTY FOUR THOUSAND, FOUR HUNDRED SEVENTY THREE 
DOLLARS ($1,154,473.00) and each of the individual Unit Price Items shall not exceed 
the respective amounts established above, except by means of Change Orders as 
established herein. The Owner's Representative may change the maximum allocations 
established for each Item pursuant to Change Orders, provided that the total aggregate 
amount of Unit Price Items above Is not exceeded. 

The List of Alternatives described in the proposal form below shall include Unit Prices 
for grinding of concrete debris at the site which will result in A-l classified fill material 
(Alternative 1) and/or for the sale of the concrete debris (Alternative 2) as described in 
the Contractor's Proposal." 

4. Sections 4.1 (Contract Time) and 4.2 (Substantial and Final Completion) of Article 4 
of the Agreement is hereby amended and restated to read as follows: 

4.1. "Contract Time 

The Contract Time will be effective and enforceable against the parties until [March 5, 
2013]. This time period includes all administrative tasks, the project start-up, 
performance and completion of the Work and Final Payment. The Contract Time may be 
adjusted in accordance with and subject to the terms of the Contract Documents. Time 
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will be measured in accordance with the Contract Documents and commencing from the 
Notice to Proceed and execution of the Contract. 

4.2 . Substantial and Final Completion Dates 

Except as otherwise provided for herein, the Contractor shall commence the 
corresponding Work promptly upon receipt of the Notice to Proceed issued by the Owner 
in accordance with the Contract Documents. The Contractor shall thereafter proceed to 
carry out the Work diligently in accordance with the schedule requirements set forth in 
the Contract Documents so as to ensure Substantial Completion (as defined in the 
General Conditions) not later than [January 18, 2013] (the " Scheduled Substantial 
Completion Date "). 

Final Completion of the Work shall be achieved no later than [February 5, 2013] (the 
" Final Completion Date "'). 

The Adrninistrative Closing shall be achieved by (March 5, 2013]. 

The Scheduled Substantial Completion Date, Final Completion Date and Aclrrunistrative 
Closing shall be subject to adjustments by means of a Change Order in accordance with 
the Contract Documents. 

Time is of the essence with respect to all of the obligations of the Contractor under the 
Contract It is the failure to complete the Work within the time frame established by this 
"Scheduled Substantial Completion Date" that will subject the Contractor to liquidated 
damages as set forth in Section 3.3 of this Agreement" 

5. Section 5.2.10.16 of Article 5 (Contractor's Representations, Warranties and 
Covenants) of the Agreement is hereby amended and restated to read as follows: 

"5 .2. 1 0. 1 6 Secure all Permits and Approvals required for the Work and the Project by 
all governmental authorities having jurisdiction, including, but not limited 
to. Permits and Approvals for the proper abatement of ACM and LBP at 
the Site; the demolition of selected buildings, structures, on-grade slabs, 
foundations and substructures; and the repaving of roads included as part 
of the Project." 

6. Attachment A, Exhibit A of the Agreement is hereby amended and restated to read as 
follows: 

"EXHIBIT A 
SCOPE OF WORK 

The Scope of Work for the Project shall consist of the services identified below and as further 
specified and detailed in: (a) the Contractor's Proposal and Qualification Statement for 
Demolition of Las Malvinas and Other Structures at the Rio Piedras State Penitentiary dated May 
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18, 2012, as amended by Contractor's demolition price reduction by letter dated June 20, 2012; 
(b) Change Order Number 1 dated August 6, 2012, approved by Owner Representative on 
August 8, 2012 and (c) Contractor's Additional Work Request proposal dated September 13, 
2012, (collectively, the "Proposal"). The Proposal is hereby expressly incorporated into this 
Agreement and made to form an integral part hereof. 

• Demolition of selected structures. 

• Demolition of on-grade slabs, foundations and substructures. 

• Grinding of all concrete demolition debris. 

• Reasonable segregation of rebar from demolition debris. 

• Rolling & backfill of impacted areas with grinded material. 

• Safe management, collection and hauling of demolition debris offsite. 

• Disposal of demolition debris in compliance with Applicable Laws. 

• Safe management, abatement and disposal of Hazardous Waste. 

• Re-pavement of selected roads. 

• Implementation of safe and sound environmental controls. 

• Procurement of all necessary Permits and Approvals. 

• Development and implementation of appropriate health and safety plans. 

• Project General Conditions. 

Demolition of Structures 



Demolition of the structures listed in Table E-A.1 and identified in Drawing A-l of the 
Demolition Drawings. Demolition debris shall be of size manageable for disposal and hauling. 









On-Grade 


Building 
ID 


Building Name 


Structure 
Demolition 


Slab and 
Foundation 
Demolition 


5 


Protective Custody Annex Building 


No 


Yes 


6 


Warehouse (Old Kitchen) 


Yes 


Yes 


7 


Armor}'' 


Yes 


Yes 


8 


CEAT Facilities 


No 


No 


9 


Visitors Pavilion 


Yes 


Yes 


13 


Officers Dormitory 


Yes 


Yes 


14 


Officers Dormitory 


Yes 


Yes 


15 


Old Superintendent Residence 


Yes 


Yes 


16 


Old Superintendent Residence 


Yes 


Yes 
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On-Grade 


Building 

IT* 

AJLF 


Building Name 


Structure 

i/emouuon 


Slab and 

jp OunuauOB 
Demolition 


17 


Canine Unit 


Yes 


Yes 


18 


Canine Unit Cages 


Yes 


Yes 


19 


Storage 


Yes ' 


Yes 


20 


Security Offices 


Yes 


Yes 


21 


Facilities Maintenance Structure 


Yes 


Yes 


22 


Motor Pool Offices 


Yes 


Yes 


23 


Underground Water Tanks 


Yes 


Yes 


24 


CEAT Facilities — Millwork 


Yes 


Yes 


25 


CEAT Facilities - Auto Body Shop 


Yes 


Yes 


25.1 


Shack 


Yes 


Yes 


26 


CEAT Facilities - Welding 


Yes 


Yes 


27 


CEAT Facilities - File Document Storage 


Yes 


Yes 


28 


CEAT Facilities - Millwork Storage 


Yes 


Yes 


29 


CEAT Facilities - Guard House 


Yes 


Yes 


30 


CEAT facilities - Administrative Offices 


Yes 


Yes 


Jl 


CEAT Facilities - Mechanics Workshop 


Yes 


Yes 


32 


CEAT Facilities - Mechanics Storage 


Yes 


Yes 


33 


CEAT Facilities - Visitors Pavilion 


Yes 


Yes 


34 


CEAT Facilities - Visitors Pavilion 


Yes 


Yes 


35 


CEAT Facilities - Printing Building 


Yes 


Yes 


37 


Miiiimum Custody Complex 448 - Command 
Area, Dining and Admissions 


Yes 


Yes 


JO 


Minimum Custody Complex 448 
Classroom and Craftroom 


xes 


i es 


43 


Maximum Custody Institution 504 "Las 
Malvinas" 


Yes 


Yes 


44 


Maximum Custody Institution 504 - Kitchen 

and T .aiindrv 


No 


Yes 


45 


CEAT Facilities - Warehouse 


No 


No 


46 


UTOC Officers Dormitory 


Yes 


Yes 




u i vjuaxiHxouse 


X wo 


Yes 


48 


UTOC Mechanics Workshop 


Yes 


Yes 


53 


UTOC Used Parts Warehouse 


Yes 


Yes 


54 


Elevated Water Tanks and Pump Station 


Yes 


Yes 


55 


Electric Substation 


Yes 


Yes 


56 


Penitentiary Entrance Guard House (Las 
Malvinas) 


Yes 


Yes 
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Building 

IB 


Building Name 


Structure 


On-Gradc 
slab and 

Demolition 


57 


Visitors Pavilion 


Yes 


Yes 


58A 


Watch Tower 2 


No 


Yes 


58B 


Watch Tower 3 


No 


Yes 


58C 


Watch Tower 4 


No 


Yes 


58D 


Watch Tower 5 


No 


Yes 


58D 


Watch Tower 6 


Yes 


Yes 


58E 


Watch Tower 7 


Yes 


Yes 


58F 


Watch Tower 8 


Yes 


Yes 


58H 


Watch Tower 9 


Yes 


Yes 


58J 


Watch Tower 10 


Yes 


Yes 


58K 


Watch Tower 1 1 


Yes 


Yes 


58L 


Watch Tower 12 


Yes 


Yes 


58M 


Watch Tower 13 


Yes 


Yes 


58N 


Watch Tower 14 


Yes 


Yes 


58P 


Watch Tower 15 


Yes 


Yes 


59A 


Guardhouse 


Yes 


Yes 


59B 


Guardhouse 


Yes 


Yes 


59C 


Guardhouse 


Yes 


Yes 


59D 


Guardhouse 


Yes 


Yes 


59E 


Guardhouse 


Yes 


Yes 


59F 


Guardhouse 


Yes 


Yes 


59G 


Guardhouse 


Yes 


Yes 



Collection and hauling of demolition debris 



Upon request of Owner, some demolition debris may be hauled from the Site. Contractor shall 
have the resources, either internally or subcontracted, to haul demolition debris in accordance 
with all Applicable Laws, including state and federal transportation laws and regulations. 

Disposal of demolition debris 

Upon request of Owner, some demolition debris may be required to be properly disposed of. 
Disposal of non-hazardous demolition debris may be procured at municipal or private landfills 
that accept this type of waste or at recycling facilities. Owner will require manifest documents 
and any other documentation that confirms the proper disposal of demolition debris in 
accordance with Applicable Laws. 

Removal, abatement and disposal of Hazardous Waste 
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Contractor shall remove, abate and dispose of all LBP and ACMs identified in the LBP and 
ACM survey to be provided by Owner. Contractor's LBP and ACM removal, abatement and 
disposal will be supervised by an Owner Representative and will certify that each building is free 
and clear of LBP and ACMs prior to demolition of impacted buildings. Management of 
Hazardous Waste shall be performed in accordance with all Applicable Laws. Such work was 
approved pursuant to a Change Order to this Agreement dated August 8, 2012. 

Re-pavement of roads 

Upon request of the Owner, Contractor shall re-pave (patching work) existing asphalt roads, 
implementation of Environmental Controls 

Contractor shall design, implement and maintain all environmental controls required under 
Applicable Laws, such as, but not limited to stormwater and dust controls. 

Permitting and Endorsements 

Contractor shall obtain all Permits and Approvals necessary for the Work, including, but not 
limited to, OGPE's General Consolidated Permit 

Development and Implementation of a Health and Safety Plan 

Contractor must develop, submit and implement a health and safety plan following all 
Applicable Laws, including OSHA. 



PROPOSAL FORM 



Guaranteed Maximum Price Contract 



FIXED PRICE ITEMS 



Description 



Amount 



1. Demolition, including permitting, safety plan and 



$1,147,300 



environmental controls 

2. Demolition of Guard Tower (58B) 

3. Demolition of Guard Tower (59C) 

4. Demolition of 300,000 gallon elevated 



$25,000 



$25,000 
$55,000 



water storage tank 
5 . Demolition of All Slab On-Grade and Substructures 



$604,386 



(excluding Structures # 8 and 45 and two guard towers) 
6. LBP and ACM Abatement 



$484,827 
$2341,513 



Total Fixed Price 
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UNIT PRICE ITEMS 



Description 

1 . Hauling of demolition debris to landfill 
or non-recycling facility (per cubic yard), 
including loading of trucks 

2. Disposal of demolition debris (per ton) 

3 . Re-pavement of roads (per square meter) 
1" section thickness 

Hauling of demolition debris 
to recycling facility (per cubic yard) 

Hauling of non-structural debris (per cubic yard) 

Disposal of non-structural debris (per ton) 



4. 

5. 
6. 

7. 



Post-demolition permitting monitoring 
and reporting (per month) 

8. Loading of Trucks for on-site grinding of structural 
demolition debris (per cubic yard) 

9. On-site hauling of structural demolition debris to de 
grinded (per cubic yard) 

10. Stock piling of structural demolition debris to be 
grinded (per cubic yard) 

11. Grinding of structural demolition debris (per cubic 
yard) 



Amount 
S6.35 

$5.95 
$16.25 

$6.35 

$6.35 
$45.00 
$1,200.00 

$2.35 

$1.85 

$1.60 

$10.25 



12. Each party hereby represents and •warrants to the other that each of its representations and 
warranties set forth in the agreement are true and correct with respect to such party as of 
the effective date of this first amendment, with all references therein to the agreement 
deemed to refer to this first amendment. In addition, each party hereby represents and 
warrants to the other that, as of the effective date of this first amendment, such party is 
not in default with respect to its obligations under the contract. 

13. All other terms and conditions of the agreement shall remain intact and unaltered except 
as otherwise provided for herein. 



ACCEPTANCE 



The Parties hereto accept the above amendments and ratify the terms of the Contract as 
amended herein. 

IN WITNESS WHEREOF, the Trust and Contractor have executed this First 
Amendment, in San Juan, Puerto Rico, this 26* day of September, 2012 
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PUERTO RICO SCIENCE, TECHNOLOGY AND RESEARCH TRUST 



By: 

Name: 

Title: 



By: 

Name: 

Title: 




Eric Cornavaca 
Interim Administrator 



INTERLINK CONSTRUCTION, INC. 

By: J V -*t s f 

Name: Hermand E. Mendez-Monserrate 

Title: Vice President 
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PROJECT: 



DATE OF 

COMMENCEMENT: 

CONTRACT TIME: 
(calendar toys) 

COMPLETION 
DATE 

MODIFY 

COMPLETION 

DATE 



CHANGE ORDER FORM TO CONSTRUCTION CONTRACT 
CHANGE ORDER HO. 02 



DktoSIw ol las MjVSas S1K1 

efts; slixiSmc <a Tfco R» PJedos 
Stele Paiaway 



JulyS, 2012 
92 days 

October 5, 2013 
March 5. 2013 



CONTRACTOR: 

CONTRACT NO: 

DATE OF CONTRACT: 
PRIOR TIME OF 
CHANGE ORDERS 



HEW COMPLETION DATE 
!F APPROVED C.O.S 2 
{40 DAYS ) 



JniefSrsk Constructa, Inc 

2012-00026 
June 26. 2012 
151 days 

AprS 14. 2013 



HOW, THEREFORE, SUBJECT TO CONDITIONS HEREINAFTER SET FORTH. AN EQUITABtE AUUSWENTS TO THE CONTRACT IS* 
ESTABLISHED: 



Enclosed support documenis. 

The conlract lime fecreased If. 40 cc-ncecuSves calendar days, 



Item 


Description 


QTY 


Unit 


Cost 1 


Total 


A. Demolition 


1 Bull Jim; //S 


I 




S04.937.79V | 


SU4337.79) 


2 


Suildlnft has 


1 




S(t3.S<W/M> j 


S(»3.S04.44S 




(Deditetivc) Sub Total A 






! 


S<28,742.23> 


11. Additive Cliuime Order 










tern 


Description 


QTY 


Unit 


Cost I 


Tota! 


A. Penitentiary Main Entrance Work 


1 


Main linlraiise daaotilion and otters work 


I 


\S 


S3.SZt.00 | 


S3.628.00 


2 


Relocated ornamental fence and paint 


I 


IS 


SS74.65 1 


S874.65 


3 


Concrete wall 6" 


1 


LS 


S623.80 1 


S62t.W> 


■J 


PtattiiiK works 


1 


\S 


S2.tt5.90 I 


S2.tt5.00 


5 


Rcrtaverticm 


1 


ts 


Sl.226.00 I 


S122A.00 


6 


ftcw (Jyclom; Fence 


1 


\s 


$750.00 


$7»J)0 


7 


Mark-up 


rb 




SM16.45 


S92I.67 




(Additive) Swb Total A 








S10,t33.32 



Item ) Description 


QTY 


Unit 


COSt 


Totat 1 


D, BtcctriesI Transformers | 


1 Transformers testing mid disposal 


! 




St.725.00 


SI. 725.00 j 


2 1 MorfC-Up 


to 




SI.71S.tH) 


S!72.i0 


(Additive} SBbTutntB 


S1,897.50| 



Item 


Description 


QTY 


Unit 


Cost 


Total 


C. Wnli Dtmolttlotts 


1 


Wall* I OlaiMmsSt 


3SO0 


St-" 


$1.09 


S3.S24.00 


2 


Wall/V2<Btst!dins3l} 


1020 


SF 


S1.09 


S1.111.80 




(Additive) Sub Total C 








SS.035.80 














Item 


Descrtatton 


QTY 


Una 


Cost 


Total 


O. Foundation!: aw) Sidewalks demolitions 


1 


Wallfft (i-ouijdations) 


1440 


Sf 


S1.03 


S1.483.20 


2 


S!devratk 


720 


SF 


$1.03 


S741.60 


3 


Slob 1 iSO'scOT 


120 


SP 


S1.03 


S123.60 


A 


StabZtJO'xff) 


ISO 


SF 


S1.03 


S16S.40 


CAddttlw) Sab Total » 


S2.533.e0 



i'iojwi: DwriolfoflflfLaa fJaWfcaj and . .;, . i. 



Itam 


Description i 


QTY i 


Unit 


Cost 


Total 


E. Disposal 


1 


Grindiau- l„oadim> ofTriick 


3S8 


CY 


S4.20 


S1 .503.60 


2 




35S 


CY 


S10.25 


$3,669.50 


3 


OrindraK-Siocfc Pittas; 


358 


CY 


S1.60 


S572.80 




(Additive) Sub Total F. 








S5.74S.S0 














Hem 


Description 


QTY 


Unit 


Cost 


Total 


F. Backfill " " ' " " " 


1 I Backfill 


3602.632 ) SF 


S0.1S 


S684.50 




(Additive) Sub TolitlF 








$684.50 














Item 


DescriDllon 


QTY 


Unit 


Cost 


Tote! 


G. Foundations and backfill demolitions <Towors> 


1 


Foundations demolition 59A 


1 


ts 


S328.70 


$328.70 


2 


Backfill 59A 


1 


US 


SS3.11 


S63.11 


3 


Foundations demolition S9F 


1 


LS 


S328.70 


S328.70 


4 


Backfill J9P 


1 


LS 


S63.11 


SS3.11 




(Additive) Sub Total G 








S783.62 


III. Allow 


anco 










Item 


Description 


QTY 


Unit 


1 Cost 


i Total 


1 


Allowance (excess) 


1 


LS 


! S1.922.T9 


! S1.922.79 




Subtotal 111 








I S1 522.79 



••V 
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CHANGE ORDER FORM TO CONSTRUCTION CONTRACT 
PRO.ECT: DaixflajncltssMaMnssand oOittstocioresmieBaPtBfiSSSWePiKaWisry 



OfiginalContractSum, S2.320.000.00 

Amoint of Adjustments- Contract Adjustment $691,159.00 

AtnonntofAdJustmsnts-PfferChangsOfdos $484,827.00 

Contract Amount Prior Bus Change Order. $3,405,986.00 

New Contract Sum increased by this amount 30.00 

MWOOTAUCO^CTAMOUNTVVm()mNG£ORCCR 53.495,986.00 

Contrast time Increased: 40 calendar days 

New Completion date 

lfapprbvedC.O.&- April 14, 2013 

CONTRACTOR: INSPECTOR: 

CuJIerrnoPonte.P'E MP Engineers of Puerto Rico 

tatertnic Construction, Inc Las Vistas Shopping VffleSute 23 

PO Box 363529, San Juan PR'00938-3529 FetsaRineonsfeGautierAve. 

San Juan, PR 0^^^ 

Signature^. 

Date : 2. / \% / Zo \3 Date : t*~ 7=-ffZ -A3 




PROJECT MANAGEMENT: 
ftanoscoSote.PE 



Signature:. 



Date: tK- ££K' 



CHANGE ORDER APPROVED BY: 



Mrs. Elizabeth SoB 

PR Science Tec$»jofogy & Research Twst 



Ssjnatirre; 



Date : l&TL'ZoC*) 




Interim AdmWstratior 

PR Science Technology & Research Twst 



Signature^. 



ENQINEulS 

^^^ofpueaomco. 



iMViiuiSloprltis ViDajeSuilrSJ 
Un fa«i.ra0OM6-5DJt> 



February 18,2013 
Mrs. Elizabeth Sola 

PR Science Technology & Research Trust 

Re: Demolition of Las Malvinas and other structure 
at The Rio Piedras State Penitentiary 

issue: Change Order #2 
Dear Mrs. Sold: 

The Puerto Rico Science, Technology and Research Trust (Trust) contracted Interlink 
Construction (Interlink) under contract number 2012-000026 for the demolition of La? Malvinas 
and other structures at the old Rio Piedras State Penitentiary site. The scope of work included in 
this contract consists or demolition of structures, hauling and grinding of debris. This memo 
provided a description of the deductive and additive for the second change order of this project. 
The deductive is related to buildings that will not be demolished. The additives are related to 
additional demolition of structures, disposal of transforms and the rehabilitation of the main 
entrance that were not part of the original scope of work. 

1. Deductive 

A. The Trust requested to Interlink that two structures included in the scope of work 
for demolition be removed from the scope of work since there was a potential for 
future use. These two structures were: I) Building #8 (CEAT Facilities); and 2) 
Building #45 (CEAT Warehouse). The demolition of these structures had total 
contract cost of $28,742.23. A credit (deductive) tor this amount is applied to the 
contract. 



/. Deductive Change Order 



Item I Description 


QTY 


Unit 


Cost 


Total 


A. Demolition 










1 


Buitdinp>#8 


i 


LS 


5(14,937.79) 


SO 4,937.79) 


2 


Buildiuj; /MS 


1 


LS 


$(13,804.44) 


SO3.804.44) 


(Deductive) Sub Total A 


5(28,742^3) 



ClcmgcOidif tt2 

t'rojccc Dciuolitimi ofl-as Malvinas ami oilier 

Mrucltite at 'I lie Rio l'i«Jras Klalc I'cimetmary 
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I!. Additive 

A. Additional work was requested by the Trust which is not included in the original 
scope of work. This additional work is related to improvements to the main 
entrance. The work consists of demolition of all concrete walls and slabs located 
on the west side of the main entrance guard house. An existing ornamental fence 
located to the southeast of the main entrance guardhouse will be removed and 
relocated to substitute a cyclone fence located on the northeast side of the main 
entrance guardhouse. New cycione fence will be place to close the perimeter 
between the newly installed ornamental fence and the existing perimeter fence on 
the north side of the property. Top soil will be used to cover all area being 
demolished and covered with grass. Existing gate rails no longer in use will also 
be removed. Additional work will also include fixing/covering holes in the north 
side of the main entrance road (between the guard house and road PR-21). All 
demolition debris will be hauled on-site and grinded with the other demolition 
debris. The total cost for this additional work, which includes excavation, 
disposal, backfill, equipment and labor is $10,138.32. 



//. Additive Change Order 



Item | Description 


QTY 


Unit 


Cost 


Total 


A. Penitentiary Main Entrance Work 










1 


Main Entrance demolition and others work 


1 


IS 


S3.028.00 


S3.628.00 


2 


Relocated ornamental fence and paim 


1 




S874.65 


S874.65 


3 


Concrete wall 6" 


1 


1.S 


$623.00 


$623.00 


4 


Planting works 


1 


u> 


S2, 115.00 


S2.U5.00 


5 


Repavcmem 


! 


LS 


S 1.226.00 


SI. 226.00 


6 


New Cyclone Fence 


1 


LS 


S750.OO 


$750.00 


7 


Mark-up 


id 


% 


$9,21(5.65 


S92I.67 


(Additive) Sub Total A 


510,13832 



B. During the demolition work, three electrical transformers were found within the 
site. These transformers were visually inspected and no S*CBs seem to be present. 
However, testing prior to disposal will be required. The additional work is related 
to the testing and disposal of these transformers following all applicable state and 
federal regulations. The cost for this work is $1,725.00 plus a 10% contractor 



Change On!crfl2 

i'rojciii: Demolition ofl.ns Malviim and other 

simciiire at The Kin Victim. State I'amcnliarv 
I'n&c; i flf 5 



mark-up {$ 172.50), for a total cost of SI, 897.50. This cost includes testing, 
hauling and disposal of ail three transformers. 



Item | Description qty 


Unit 


Cost 


Total 


B. Electrical Transformers 








t 1 Transfoimcrs testing ;md disposal J l 


1.S 


81,725.00 


$1,725.00 


2 | Mark-up j ]q 


% 


S 1,725.00 


S172.50 


(Additive) Sub Total B 


S1 ,897.50 



C. Two exterior walls were found within the site that was not part of the original 
scope of work because they are not associated to any buildings. One of the wails 
(Wall it I ) is located to the north-east of Building it 5 and the other wall (Wall //2) 
is located to the south of Building #31. The total cost for the demolition Wail it] 
and Waif ill is $5,035.80. 



Item 


Description 


QTY 


Unit 


Cost 


Tola! 


C. Wait Demolitions 








1 


Wall ,71 (Building S) 


3600 


Si" 


$1.09 


$3,924.00 


2 


Wall 02 (Building 3 J) 


1020 




$1.09 


51,111.80 


(Additive) Sub TolaJC 


$5,035.80 



D. Additional to the demolition of Wall #1 and Wall #2, removal of their foundations 
and adjacent sidewalks and two concrete slabs is also required. *l"he concrete slabs 
were measured and have the following dimensions: 20 feet by 6 feet and 30 feet 
by 6 feet, The total cost for this additional work is $2,533.80. 



Hem 


Description 


QTY 


Unit 


Cost I 


Total 


D. Foundations and Sidewalks demolitions 








1 


Wali #1 (Foundations) 


U40 


SV 


S1.03 I 


$1,483.20 


2 


Sidewalk 


720 


Si ; 


S1.03 


$741.50 


3 


Slab 1 (20' x 6') 


120 


Si : 


$1.03 


$123.60 


4 


Slab 2 (30' x 6') 


ISO 


SI- 


$1.03 


$185.40 




(Additive) Sub Total D 








$2,533.80 



E. As a result of die demolition work described in items c and d of this memo, the 
total budgets for on-site hauling, grinding and stockpiling need to be adjusted to 
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include the additional work. The additional demolition debris associated to this 
work was estimated to be approximately 35S cubic yards. The total cost for this 
additional volume is $5J45.vO. 



Item 


Description 


QTY 


Unit | 


Cost 


Total 


E. Disposal 




I 




1 


Grinding- Loading of Truck 


358 


cv -T 


$4,20 


$1 ,503.60 


2 


Grinding 


35S 


CY | 


S10.25 


S3.669.50 


3 


Grind ing-Slock Piling 


358 


CY 


$1.60 


S572.80 


(Additive) Suh Total E 


$5,745.90 



F. After completing the demolition and removal of Wall #1 , Wall #2. sidewalks and 
the two concrete slabs, backfill will be used to cover the excavations. The total 
volume of additional backfill is estimated to be approximately 134 cubic yards. 
The total cost for this work is $684.50. 



Item 




Description 


QTY 


Unit I 


Cost 


Total 


F. Backfill j 






1 


Backfill 




3602.632 


SP I 


SO. 19 


$684.50 


(Additive) Suh Total F 


$684.50 



Ci. As part of a previous request by the Trust, Buildings 59A and 59F were not to be 
demolished. After an analysis by the Trust, both structures are to be demolished. 
This work was already part of the original scope of work and has a total cost of 
$783.62. 



Item 


Description | 


QTY 


Unit 


Cost 


Total 


(3. Foundations and backfill demolitions (Towers) | 








1 


Foundations demolition 59A j 


1 


l.S 


$328.70 


$328.70 


2 


Backfill 59A 


1 


t-S 


$63.11 


S63.11 


3 


Foundations demolition 59F | 


1 


IS 


$328.70 


S328.70 


4 


Backfill 59F j 


1 


\JS 


S63.11 


$63.11 


(Additive) Sub Total G 


$783.62 



Change Order #2 
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HI. Allowance (excess) 

A. The difference between the total deductive of $28,742.23 and the total additive of 
$26,8I9.44is $1,922.79. This amount will kept as an allowance for any additional 
disposal materials at the site. 



lit. Allowance 



Item 


-■-"i' vr<: v, Description: 


. qty 


Unit 


Cost 


Total 


1 


Allowance (excess) 




LS 


$1,9??.79 


$1,922.79 


Sub total III 


$1,922.79 



The deductive and ali the additional work were evaluated by MPPR with the Trust to obtain 
approval of this Change Order #2. The net impact on the current contract project cost is $0.00. 
After negotiations between MPPR and Interlink, a lime extension of 40 calendar days to contract 
term was awarded lo complete Hie additional work. The new contract term finish date will be on 
April 14,2013. 

This memo is a summary of the deductions and additives included as part of Change Order #2. 
Please do not hesitate to contact us if you have any questions or require additional information. 

Sincerely, 

MP Engineers of Puerto Rica, PSC 




/rancisco Sold, PE 
Project Manager 



Fiji*!! 'Urm 
"ig4r 

interlink construction 

PO Box 363529 • San Juan, Puerto Rico 00936-3529 
Tel. 787.753.8455 Fax 787.763.4179 



February 14, 2013 



To: Elizabeth Soli Oliver 
Project Manager 

Puerto Rico Science, Technology & Research Trust 

Francisco Sol<i 
Owners Representative 
MP Engineers of Puerto Rico 



Project: Science City - Demolition Project 
Contract No.: 2012-000026 



RE: Change Request 87 - Revised from January 31, 2013 

Various Scope Additions and Credits for Buildings Not Demolished 



Dear Mrs. Sola Oliver: 

As requested, we are providing here Change Order #7 to add to the contract several additional scope 
items as well as credits for buildings that were not demolished although included in the original scope of 
work. This change request was revised from its original submittal on January 31, 2013 to include the 
demolition of the superstructures and slabs and the backfill of buildings 59A and 59F. 

The additional scope items include the proper disposition of the vandalized electrical transformers, 
additional requested concrete and cyclone fence demolition and main entrance improvements. The 
buildings that will not be demolished are buildings #8, and #45. There will be neither cost nor credit for 
in favor of the Trust for these items. 

Please refer to the following pages and attachments for a detailed explanation of these cost and credits. 
These include a breakdown of the cost and credits associated with this request, the backup quotation 
for the disposal of the electrical transformers, a site drawing denoting the areas of fences to be worked 
upon and the breakdown of the cost related to the main entrance renovation. 



The credits given for each building correspond to the values as explained previously in letters dated 
December 27, 2012 and January 9, 2013. 



jdhfa. 

TUT" 



Furthermore, since the allowances in the contract for the disposal of non-structural debris have reached 
One Hundred Percent (100%}, additional material to be disposed of wii! be invoiced and paid separately. 

This Change Request will alter the contract amount as follows: 



Original Contract Sum; $2320,000.00 

Previously Approved Change Orders: $1,175,985.60 

Submitted Change Orders, Pending Approval: $0.00 

This Change Order: $0.00 

Revised Contract Amount: $3,495,985.60 

This Change Request will alter the contract schedule as follows: 



Milestone Date 


As per Contract 


Per Change Request #7 


Substantial Completion 


January 18, 2013 


February 27, 2013 


Final Completion 


February 5, 2013 


March 17, 2013 


Administrative Closing 


March 5, 2013 


April 14, 2013 



The documentation included further explains the work of this change request, its related costs and 
schedule impact Please consider this change request in accordance with the requirements of General 
Conditions, Article 8. Upon approval, a formal Change Order will be submitted. 



Regards, 




Guillermo Ponte Busteio, PE 
Project Manager 



Cc: Luis Morales 

Hermand MendeE 



TffT* 

Interlinkcoitsiruction 

CHANGE REQUEST U7 



Date: January 31, 2013 (Revised February 14, 2013! 

To: Puerto Rko Science, Technology a Research Trust 

From: interlink Construaion, Inc. 

Project: Demolition project 
Contract No.: 2012-000026 



Cftonqe Description 

This change request Is to add to the contract several additional scope Hems as well as credits for buildings that were not demolished 
although Included In the ori E tal scope of work. The additional scope items include the proper disposition of the vandallied eTcctrlcal 
transformers, additional requested concrete and cyclone fence construction and the main entrance improvements, The buildings that 
will not be demolished arc buildings IIS and !M5. 



Detailed Cost Breakdown 



item Description 


Units 


Onty. 


Unit Price 


Extension 


Additional Scope Items 










Transformer Olspostlons (as per attached quote) 


LS 


1 


$1,725.00 


S 


1,725.00 


Concrete & Cyclone Fence [as per attached drawing) 


is _ 


1 


$12,727.27 


J 


12,727.27 


Section ill'" 


if" " 


360 








Section 112 


IF 


340 








Main Entrance Improvements (as per attached breakdown) 


LS 


1 


SS;216.6S 


s 


9,216.65 


Slab Demolition- Building 859A 


LS 


1 


S32&70 


$ 


328.70 


iackflli Post-Demolition - Building 8S9A 


LS 


1 _ 


S63.ll 


$ 


§§.u 


Slob Demolition - Building «59F 


IS 


1 


$328.70 


s 


328.70 


Bacl<nil Post-Oemolitlon - Building 859F 


LS 


1 


S63.il 


$ 


J6_3.ll 


Allowance 


LS 


1 


$1,922.79 


s 


1522.79 


Contractor Mark up (10%) 


* " 


10% 


$23,S68.92_ 


s 


236S.89 


_j&bto»! - Additional Scope Items 








* 


2^742.23 


_ Credits for Original Scope Not Executed 








Building «8 


IS 


_ 


-$13379.81 


s 


{13.579.81) 


Building «45 


IS 


1 


-$12,549.4S" 


s 


(12549.49) 


Contractor Mark up 110%) 


% 


io% 


-S2$,12930 


s 


12*12.93) 


Subtotal -Credits 








$ 


(28,742^3) 


Change Request #7 Total 








s 


(0.00) 



Schedule Impact 

We are requesting the following contract extensions for the above described scope of work: IS calendar days for the Main Entrance 
Improvements and 10 calendar days for the demolition of the fence. No contract extension w» be requested for the transformer disposaL 
This totals a contract extension of 25 calendar days. Furthermore, wc are requesting and additional IS calendar days for work stopages due 
specifically to vandalized construction equipment. In conclusion. Change Request «? will add and additional 40 calendar days to the contract. 
No additional days wffl bo requested for the demolition of slabs, footing and backfill of Buildings S9A and S9F. 



Prepared By: Gulllermo Ponte. P£ Signature: 



— Name: 
Signature: 1 ^ ( ^k2Li-*^KL^ y \ Date:" 
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MJGGA-TRAN INDUSTRIAL COKP. 
P.O. BOX 989 

SAN LORENZO, PUERTO RICO 00754 
TEL: (787) 736-1599 FAX PW 736-1797 



PACE I OF I 

OATS Jan 30-313 JB-M3013-1 

QUOTATION 

MAMS: INTERLINK CONTRUCTJON, INC, 
ADDRESS: 
CITY & STATE 
FAX: 

ATTN: ANDY MORALES 



FROM: 




JOB 








MEGA-TRAN INDUSTRIAL CORP 


TAX 10 




M10669 




URBANI2ACION INDUSTRIAL HATO 


DATE REQUIRED 


ASAP 




CALLS #1 


TERMS 




USUAL 




SAN LOKcKZO, Pi R. 00754 


SHIP VIA 








PRICE 






QUANTITY 


STEM DESCRIPTION 


PER UNIT 


UNIT 


AMOUNT 




DECOMKSIONOF: 








3 


POLE TYPE TRANSFORMERS, NON PCB, 75 KVA 


$ 22640 


EA 


S 675.00 


3 


POLE TYPBTRANSFORMERS, NON PCB, 100 ECVA 


$ 3O0.CS 


KVA 


$ 800.00 


3 


PCB TEST 


$ 125.00 


EA 


$ 1SQ.0G 




PRICE INCLUDE: 










DEOOMJSSION 










PICKUP 










OECOMISSJOW CERTIFICATE 




















* Our offer Is firm (or 15 slaye. 










* Oncoortia r Is comj&toii ptlcos nro sufcjetf to chitr:g» ader CO Ar/s of Hia nWlRailon. 










* Cur otfor rfara rial tndutfo any tMna IliM ts not oxpraoiiy «Metl I.i this qtKrtatSor*. 










Standard (aslaaeparANSI CS7.JZ8a 






1 1,728.(10 




HEMA, ANBf. DOE & PREPA Applicable 









E-MAIL : jbas^megalranfndusirtal.com 



HECT0JUAREDRORES 
SALES MANAGER 
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PO Box 363529 * San Juan, Puerto Rico 00936-3529 
Tel. 787.753.8455 Fax 787.763.41 79 

December 27, 2012 

To: Elizabeth Sola Oliver 
Project Manager 

Puerto Rico Science, Technology & Research Trust 



Francisco So!5 
Owners Representative 
MP Engineers of Puerto Rico 

Project: Science City - Demolition Project 
Contract No.: 2012-000026 



RE: Change Request «6 

Credit for Buildings that were in the Contract Scope, but Not Demolished 



Dear Mrs. Sola Oliver: 



As requested, we are providing here Change Order #S for the credit to the contract for the buildings that 
were originally Included in the contract scope, but were ultimately not demolished at the above 
referenced project 

The buildings that were not demolished although originally in the contract scope were Building #8 {CEAT 
Facilities), Building #45 (CEAT Warehouse), Building «58A (Watch Tower #2) and Building #58F (Watch 
Tower #8). The total credit for this scope of work not performed Is $29395.71. 

This Change Request will alter the contract amount as foiiows: 



Original Contract Sum: $2,320,000.00 

Previously Approved Change Orders: $1475,985.60 

Submitted Change Orders, Pending Approval: $12,787.50 

This Change Order: ($29396.71} 

Revised Contract Amount: $3/5-7337639 

The documentation included further explains the work of this change request, its related costs and 
schedule impact Please consider this change request in accordance with the requirements of General 
Conditions, Article 8. Upon approval, a formal Change Order will be submitted. 



Reg^ar* 

Guillermo Ponte BusteioTPE 
Project Manager 



nterlinkconstruction 



PO Box 363529 • San Juan, Puerto Rico 00936-3529 
Tel. 787.753.8455 Fax 787.763.4179 



January 9, 2013 



To: Elizabeth SoM Oliver 
Project Manager 

Puerto Rico Science, Technology & Research Trust 

Francisco SolS 
Owners Representative 
IVJP Engineers of Puerto Rfco 

Project: Science City - Demolition Project 
Contract No.: 2012-000026 

RE: Change Request «6 - ADDITIONAL INFORMATION REQUEST 

Credit for Buildings that were in the Contract Scope, but Not Demolished 

Dear Mrs, Sold Oliver: 

As requested by Owner's Inspection, we are providing here a more extensive explanation on Change 
Order #6 for the credit to the contract for buildings that were originally included in the contract scope, 
but were ultimately not demolished at the above referenced project The buildings that were not 
demolished although originally in the contract scope were Building 88 (CEAT Facilities), Building 845 
(CEAT Warehouse), Building «58A (Watch Tower #2) and Building #58F {Watch Tower #8}. The total 
credit for this scope of work not performed is $23,396.71. 

This credit represents 90% of the total cost of demolishing the building as established in the breakdown 
table submitted with the monthly payment application. We are giving a 90% credit of the total cost since 
the values in that breakdown Include ail general conditions, insurances, field overhead, profit etc Since 
the contract duration was not affected by this reduction In scope, those "built-in" mark ups cannot be 
included in the credit for the reduction in scope of work. 

it is worth mentioning that the table was prepared by MP Engineers on a square foot basis. Buildings #8 
and «45 not demolished have a large foot-print and are predominately steel. Their cost of demolition is 
considerably less than comparable concrete structures and we have not taken this into consideration in 
the proposed credit. 




6uiliermo Ponte Bustelo, PE 
Project Manager 
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DEMOLITION AGREEMENT 
BY AND BETWEEN 

PUERTO RICO SCIENCE, TECHNOLOGY AND RESEARCH TRUST 

and 

INTERLINK CONSTRUCTION, INC. 
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0 FIRST AMENDMENT TO DEMOLITION AGREEMENT 



MENTTO DEMOLITION AGREEMENT ■ 




ORDER NUMBER 2 
0 THIRD AMENDMENT TO DEMOLITION AGREEMENT 
GENERAL CONDITIONS 



THIRD AMENDMENT TO DEMOLITION AGREEMENT 



CONTRACT NUMBER - 2012-000026-C 

THIS THIRD AMENDMENT TO DEMOLITION AGREEMENT (hereinafter 
referred to as the "Third Amendment") is made and entered into in San Juan, Puerto Rico as 
of the 12 th day of April, 2013, by and between: 

AS PARTY OF THE FIRST PART: THE PUERTO RICO SCIENCE, 
TECHNOLOGY AND RESEARCH TRUST (hereinafter referred to as the "Trust" or 
"Owner"), which Trust was created by Act No. 214-2004, as amended by Act No. 208-2011 
(collectively, "Act No. 214"), and constituted by the Constitution Deed Number 23 executed 
on December 31, 2004 before Notary Public Jaime Arturo Riera-Seivane (the "Constitution 
Deed"), represented herein by its Acting Executive Director, Ivan Rios Mena, and by Trustee 
Alberto Bacd Bague\ both authorized to appear in the present Third Amendment by virtue of 
the power conferred to them by the Trust's Board of Trustees. 

AS PARTY OF THE SECOND PART: INTERLINK CONSTRUCTION, INC. 
(hereinafter referred to as the "Contractor"), a corporation organized under the laws of the 
Commonwealth of Puerto Rico, with main offices at Villas de San Francisco Plaza I, Suite 
201, Ave. De Diego #89, San Juan, Puerto Rico, with Tax ID Number herein 
represented by its executive Vice President, Hermand E. Mendez-Monserrate, of legal age, 
married, a Professional Engineer with license number 15093 from the Puerto Rico Board of 
Engineers and Surveyors, and a resident of Guaynabo, Puerto Rico, duly authorized to appear 
herein. 

The Trust and the Contractor shall be collectively referred to herein as the "Parties" 
and separately as a "Party". 

Terms used herein which are not defined in this Agreement shall have the meanings 
assigned to them in the Contract Document entitled "General Conditions" (the "General 
Conditions "), which is a part of the Demolition Agreement dated and executed on June 26, 
2012, and is also made to form an integral part hereof. 

WITNESSETH: 

WHEREAS, the Trust is authorized to enter into this Third Amendment pursuant to 
its Constitution Deed and Act No. 214 due to the services required herein for the Trust to 
pursue its delegated duties thereunder; 

WHEREAS, the Trust entered into a Demolition Agreement, Contract No. 2012- 
000026 (the "Agreement"), with Contractor on June 26, 2012 to provide for, among other 
tasks, the demolition of selected buildings and structures, including the hauling and disposal 
of debris, in connection with the redevelopment of the Property; 

WHEREAS, the Parties executed an amendment to the Agreement in order to expand 
the scope of services to include additional services associated with the demolition of certain 
concrete slabs, on-grade slabs, foundations and substructures at the Property, as described in 
the First Amendment to Demolition Agreement, Contract No. 2012-000026-A (the "First 
Amendment"). 
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WHEREAS, the Parties executed a second amendment to the Agreement in order to 
further expand the scope of services and extend the Contract Time, specifically, to include 
additional services associated with the demolition of certain concrete foundations and slabs, 
disposal of certain equipment and the completion other construction and installation activities 
at the Property, as described in Change Order Number 2 constituting the Second Amendment 
to Demolition Agreement, Contract No. 2012-000026-B (the "Second Amendment"). 

WHEREAS, the Parties have agreed upon an extension of time and a reallocation of 
funds between items identified in Section 3 of the Agreement and in Attachment A, Exhibit A 
of the Agreement 

WHEREAS, the Parties now wish to amend the Agreement to memorialize their 
understanding regarding the extension of the Contract Time, the reallocation of funds and 
related obligations as set forth herein. 

NOW THEREFORE, in consideration of the mutual covenants and agreements 
herein contained, the Trust and Contractor agree as follows: 

AMENDMENT 

1. Section 1.1.1 (Recitals) of Article 1 (Background) of the Agreement is hereby 
amended and restated to read as follows: 

"1.1.1 Owner desires to contract general contractor services related to the abatement 
of existing lead-based paint ("DBF') and asbestos-containing materials (ACM) and 
the subsequent demolition of approximately sixty-five (65) buildings and structures 
and the related on-grade slabs, foundations and substructures (collectively, the 
"Project 3 ') within the former Rfo Piedras State Penitentiary property in the Monacillos 
Ward, San Juan (the "Property"). The Project will also include repaying certain roads 
and other areas; relocation of an existing ornamental fence and construction of a new 
cyclone fence; testing and disposal of electrical transformers; and planting and other 
related work within the Property." 

2. Section 2.1 (Scope of Contract) of Article 2 (Contract) of the Agreement is hereby 
amended and restated to read as follows: 

2.1. "Scope of Contract 

The services provided hereunder generally consist of the full, proper and timely 
execution and completion of the Project in a first-class manner in accordance with the 
Owner's investment objectives in commissioning the Project and its criteria and 
objectives for the Project. 

The Contractor's services shall include, but not be limited to, all necessary and 
appropriate LBP/ACM abatement (based on the final survey report performed by AES 
International, Inc. and already provided to Contractor by Owner and on the 
subsequent issuance of Change Order Number 1 of August 6, 2012); demolition of 
selected buildings, structures, on-grade slabs, foundations and substructures (as 
provided for in Change Order Number 1 of August 6, 2012 and Change Order 
Number 2 of February 18, 2013); road repaving; testing and disposal of electrical 
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transformers; relocation of existing ornamental fence and painting at Penitentiary 
Main Entrance; construction of new cyclone fence at Penitentiary Main Entrance; 
backfilling; and other related services required to complete the Project The 
Contractor's services shall not include any architectural, landscape design, interior 
design, engineering and related design services related to the Project, any of which 
shall be provided by the Designers, provided that the Owner designates the Contractor 
as its agent in the procurement of such services by Designers. The Contractor's 
services shall include, but not be limited to, any physical, structural, environmental or 
other inspections, evaluations, experiments, analyses, briefings and presentations that 
are, or may be, reasonably required by the Owner in connection with the performance 
of such services, excluding those already contracted directly by the Owner, such as 
the overall project inspection and the testing, inspection and final clearance of the 
LBP and ACM abatement work. The Contractor shall fully execute all the Work (as 
defined below) described in the Contract Documents. The cost of additional 
requirements outside the Proposal requirements and Scope of Work may be subject to 
adjustments in the Contract Price and Time as established herein. 

The Contractor shall also furnish all labor, materials, supervision, management, 
supplies, services, tools and equipment required to complete the Work (as defined 
below) in strict accordance with the provisions of the Contract Documents, all of 
which are hereby made a part hereof. On or before the expiration or termination of 
the Contract, as part of its obligations thereunder, the Contractor shall deliver (or 
cause to be delivered) to Owner a true and exact copy of any diagrams, plans, 
sketches, maps and other documents used in the performance of the Work and for 
which a third party copyright or patent right would not be an impediment to such 
delivery. 

The abovementioned ACM/LBP abatement, demolition activities, road repaving; the 
relocation of existing ornamental fence and painting at the Penitentiary's Main 
Entrance; construction of new cyclone fence at the Penitentiary's Main Entrance; 
backfilling; and related services (collectively, the "Work") are set forth in Exhibit A 
of the Agreement. Owner and Contractor each agree to perform all of their respective 
obligations set forth in the Contract and to be bound by all of the terms and conditions 
of the Contract. 

The Recitals are expressly incorporated into this Agreement and made to form an 
integral part hereof." 

Section 3.1.1 (Contract Price) of Article 3 (Contract Price, Withholding, and 
Liquidated Damages) of the Agreement is hereby amended and restated to read as 
follows: 

3.1. "Contract Price 

3.1.1. Contract Price. In accordance with the Contract Documents, the Owner 
agrees to pay and the Contractor accepts, as full payment for the complete and proper 
performance of the Contract, the amount of THREE MILLION, FOUR HUNDRED 
NINETY FIVE THOUSAND, NINE BDDNRED EIGHTY SIX DOLLARS AND 
ZERO CENTS ($3,495,986.00) (the "Contract Price"), subject to authorized increase 
or decrease by means of Change Orders in accordance with Subsection 3.1.3 of this 



Agreement and in the General Conditions. As of this date, two (2) Change Orders 
have been issued (Change Order Number 1 of August 6, 2012 included in the First 
Amendment and Change Order Number 2 of February 18, 2013 included in the 
Second Amendment), copies of which are attached hereto as Exhibits A-l and A-2. 

The Fixed Priced Items shall include the following: (1) Demolition, including 
permitting, safety plan and environmental controls; (2) Demolition of Guard Tower 
(58B); (3) Demolition of Guard Tower (59C); (4) Demolition of 300,000 gallon 
elevated water storage tank; (5) Demolition of all on-grade slabs, foundations and 
substructures; (6) Rolling and backfilling of impacted areas with previously grinded 
material; (7) Project General Conditions; (8) Profit; (9) LBP and ACM Abatement; 
(10) Demolition of Penitentiary Main Entrance and repavement; (11) Relocation of 
ornamental fence and required painting at Main Entrance; (12) construction of new 
cyclone fence at Main Entrance; (13) planting work; (14) Demolition of selected walls 
of Buildings 5 and 31; (15) Demolition of selected sidewalks; (16) Testing and 
disposal of electrical transformers; and (17) Allowance. The Fixed Priced Items shall 
not exceed the amount of TWO MILLION, THREE HUNDRED FORTY ONE 
THOUSAND, FIVE HUNDRED AND THIRTEEN DOLLARS ($2,341,513.00), 
except by means of Change Orders as established herein. 



The Unit Price Items and their corresponding maximum amounts shall be as follows: 





Unit Price Item 


Quantity 


Unit Price 


Maximum 


1 


Re-pavement of roads {per square 
meter), 1" section thickness 


N/A 


$16.25 


$10,000 


2 


Hauling of non-structural debris 
(per cubic yard) 


2,600 CY 


$6.35 


$16,510 


3 


Disposal of non-structural debris 
(per ton) 


650 tons 


$45.00 


$29,250 


4 


Post-demolition permitting 
monitoring and reporting (per 
month) 


10 months 


$1,200 


$12,000 


5 


Grinding - Loading of Trucks 


63,830.67 CY 


$2.35 


$150,002 


6 


Grinding - On-site Hauling 


63,830.67 CY 


$1.85 


$118,087 


7 


Grinding - Stock Piling 


9,897.96 CY 


$1.60 


$15,837 


8 


Grinding 


78,320.68 CY 


$10.25 


$802,787 




Total 






$1,154,473 



The total of all Unit Price Items shall not exceed the amount of ONE MILLION, ONE 
HUNDRED FIFTY FOUR THOUSAND, FOUR HUNDRED SEVENTY THREE 
DOLLARS ($1,154,473.00) and each of the individual Unit Price Items shall not 
exceed the respective amounts established above, except by means of Change Orders 
as established herein. The Owner's Representative may change the maximum 
allocations established for each Item pursuant to Change Orders, provided that the 
total aggregate amount of Unit Price Items above is not exceeded. 

The List of Alternatives described in the proposal form below shall include Unit 
Prices for grinding of concrete debris at the site which will result in A-l classified fill 
material (Alternative 1) and/or for the sale of the concrete debris (Alternative 2) as 
described in the Contractor's Proposal." 
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Sections 4.1 (Contract Time) and 4.2 (Substantial and Final Completion) of 
Article 4 of the Agreement is hereby amended and restated to read as follows: 

4.1. "Contract Time 

The Contract Time will be effective and enforceable against the parties until June 13, 
2013. This time period includes all administrative tasks, the project start-up, 
performance and completion of the Work and Final Payment. The Contract Time may 
be adjusted in accordance with and subject to the terms of the Contract Documents. 
Time will be measured in accordance with the Contract Documents and commencing 
from the Notice to Proceed and execution of the Contract. 

4.2. Substantial and Final Completion Dates 

Except as otherwise provided for herein, the Contractor shall commence the 
corresponding Work promptly upon receipt of the Notice to Proceed issued by the 
Owner in accordance with the Contract Documents. The Contractor shall thereafter 
proceed to carry out the Work diligently in accordance with the schedule requirements 
set forth in the Contract Documents so as to ensure Substantia] Completion (as 
defined in the General Conditions) not later than April 28, 2013 (the " Scheduled 
Substantial Completion Date "). 

Final Completion of the Work shall be achieved no later than May 16, 2013 (the 
" Final Completion Date ,r >. 

The Administrative Closing shall be achieved by June 13, 2013. 

The Scheduled Substantial Completion Date, Final Completion Date and 
Administrative Closing shall be subject to adjustments by means of a Change Order in 
accordance with the Contract Documents. 

Time is of the essence with respect to all of the obligations of the Contractor under the 
Contract. It is the failure to complete the Work within the time frame established by 
this "Scheduled Substantial Completion Date" that will subject the Contractor to 
liquidated damages as set forth in Section 3.3 of this Agreement" 

Section 5.2.10.16 of Article 5 (Contractor's Representations, Warranties and 
Covenants) of the Agreement is hereby amended and restated to read as follows: 

"5.2.10.16 Secure all Permits and Approvals required for the Work and the 
Project by all governmental authorities having jurisdiction, including, 
but not limited to, Permits and Approvals for the proper abatement of 
ACM and LBP at the Site; the demolition of selected buildings, 
structures, on-grade slabs, foundations and substructures; relocation 
and construction of fences; disposal of electrical transformers; 
backfilling; and the repaying of roads and other areas included as part 
of the Project." 



6. Attachment A, Exhibit A of the Agreement is hereby amended and restated to read as 
follows: 

"EXHIBIT A 
SCOPE OF WORK 

The Scope of Work for the Project shall consist of the services identified below and as further 
specified and detailed in: (a) the Contractor's Proposal and Qualification Statement for 
Demolition of Las Malvinas and Other Structures at the Rio Piedras State Penitentiary dated 
May 1 8, 2012, as amended by Contractor's demolition price reduction by letter dated June 20, 
2012; (b) Change Order Number 1 dated August 6, 2012, approved by Owner's 
Representative on August 8, 2012; (c) Contractor's Additional Work Request proposal dated 
September 13, 2012; and (d) the Second Amendment identified as Change Order Number 2 
dated February 18, 2013, approved by Owner's Representative on February 18, 2013, 
(collectively, the "Proposal"). The Proposal is hereby expressly incorporated into this 
Agreement and made to form an integral part hereof, 

Demolition of selected structures. 

Demolition of on-grade slabs, foundations and substructures. 
Demolition of sidewalks and selected walls. 
Disposal of electrical transformers after required testing. 
Relocation of selected ornamental fence and painting (Main Entrance). 
Construction of new cyclone fence (Main Entrance) 
Planting works (Main Entrance) 

Grinding and stock piling of all concrete demolition debris, including related truck 
loading. 

Reasonable segregation of rebar from demolition debris. 
Rolling & backfill of impacted areas with grinded material 
Safe management, collection and hauling of demolition debris offsite. 
Disposal of demolition debris in compliance with Applicable Laws. 
Safe management, abatement and disposal of Hazardous Waste. 
Re-pavement of selected roads and areas. 
Implementation of safe and sound environmental controls. 
Procurement of all necessary Permits and Approvals. 
Development and implementation of appropriate health and safety plans. 
Project General Conditions. 
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Demolition of Structures 



Demolition of the structures listed in Table E-A.l and identified in Drawing A-l of the 
Demolition Drawings. Demolition debris shall be of size manageable for disposal and 
hauling. 



Building 
ID 


Building Name 


Structure 
Demolition 


On-Grade 
Slab and 
Foundation 
Demolition 


< 


rroieoiivo vusxouy Aimex tsuiiuujg 


wo 


Yes 


o 


Warcuou&c ^v/iu iviicnsnj 


xes 


Yes 


7 


A vtYif\r\f 


Yes 


Yes 


o 
o 




NO 


NO 


Q 


V IOivUI>> F <XVlH\Jll 


Voc 

i es 


Yes 


1 3 


v-/iiivci5> JL/unrniury 


res 


Yes 


\A 


vjiUGCio uomiiiory 


Yes 


Yes 


Jl J 


v/iu oupt-rniicnuviii. lxvaiucncc 


ies 


Yes 


ID 


vjio oupennxenaent xvesiuence 


Yes 


Yes 


17 


v^amne unit 


Yes 


Yes 


1 0 

to 


v^dmnc unit v^ages 


Yes 


Yes 






Yes 


Yes 


00 


OvvUiiljr vyillvCa 


i es 


Vat. 

xes 


71 


raomucs iviamienance oxruciure 


Yes 


Yes 




lvioior r ooi vjmces 


Van 

Yes 


Yes 


7"5 


unuergrounc. waier xantcs 


Vat. 

Yes 


Yes 


OA 


tw.ji/i l racniues — MUiworK 


Yes 


Yes 


25 


CEAT Facilities - Auto Body Shop 


Yes 


Yes 


25.1 


Shack 


Yes 


Yes 


26 


CEAT Facilities - Welding 


Yes 


Yes 


27 


CEAT Facilities - File Document Storage 


Yes 


Yes 


28 


CEAT Facilities - Millwork Storage 


Yes 


Yes 


29 


CEAT Facilities - Guard House 


Yes 


Yes 


30 


CEAT facilities - Administrative Offices 


Yes 


Yes 


31 


CEAT Facilities - Mechanics Workshop 


Yes 


Yes 


32 


CEAT Facilities - Mechanics Storage 


Yes 


Yes 


33 


CEAT Facilities - Visitors Pavilion 


Yes 


Yes 


34 


CEAT Facilities - Visitors Pavilion 


Yes 


Yes 


35 


CEAT Facilities - Printing Building 


Yes 


Yes 


37 


Minimum Custody Complex 448 - Command 
Area, Dining and Admissions 


Yes 


Yes 


38 


Minimum Custody Complex 448 
Classroom and Craftroom 


Yes 


Yes 


43 


Maximum Custody Institution 504 "Las 
Malvinas" 


Yes 


Yes 
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On-Grade 


Building 
ID 


Huildino' Name 


Structure 
Demolition 


Slab and 
Foundation 
Demolition 


44 


Maximum ^iisiooy institution ju4 - ivitcnen 
and Laundry 


No 


Yes 


45 


CEAT Facilities - Warehouse 


No 


Yes 


40 


U 1 Uiticers Dormitory 


No 


Yes 


An 


U i Ut OuaTuxlOUSC 


NO 


Yes 


A 0 


u I UC Mechanics Workshop 


XT 

Yes 


Yes 




u i uc used Fans warehouse 


Yes 


Yes 


j4 


elevated Water 1 anks and Pump Station 


Yes 


Yes 


j5 


blectnc substation 


Yes 


Yes 


56 


renitentiary entrance viuaru House (JLas 
Mai vi nasi 


Yes 


Yes 


57 


Visitors Pavilion 


Yes 


Yes 


58A 


Watch Tower 2 


No 


Yes 


58B . 


Watch Tower 3 


No 


Yes 


58C 


Watch Tower 4 


No 


Yes 


58D 


Watch Tower 5 


No 


Yes 


58D 


Watch Tower 6 


Yes 


Yes 


58E 


Watch Tower 7 


Yes 


Yes 


58F 


Watch Tower 8 


Yes 


Yes 


58H 


Watch Tower 9 


Yes 


Yes 


58J 


Watch Tower 10 


Yes 


Yes 


58K 


Watch Tower 11 


Yes 


Yes 


58L 


Watch Tower 12 


Yes 


Yes 


58M 


Watch Tower 13 


Yes 


Yes 


58N 


Watch Tower 14 


Yes 


Yes 


58P 


Watch Tower 15 


Yes 


Yes 


59A 


Guardhouse 


Yes 


Yes 


59B 


Guardhouse 


Yes 


Yes 


59C 


Guardhouse 


Yes 


Yes 


59D 


Guardhouse 


Yes 


Yes 


59E 


Guardhouse 


Yes 


Yes 


59F 


Guardhouse 


Yes 


Yes 


59G 


Guardhouse 


Yes 


Yes 


N/A 


Penitentiary Main Entrance 


Yes 


Yes 


5 


Wall # 1 (Building 5) 


Yes 


Yes 


31 


Wall #2 (Building 31) 


Yes 


Yes 


5 


Sidewalk 


Yes 


No 


5 


Slab 1 (20' x 6') 


No 


Yes 


5 


Slab 2 (30' x 6') 


No 


Yes ' 
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Collection and hauling of demolition debris 



Upon request of Owner, some demolition debris may be hauled from the Site. Contractor 
shall have the resources, either internally or subcontracted, to haul demolition debris in 
accordance with ali Applicable Laws, including state and federal transportation laws and 
regulations. 

Disposal of demolition debris 

Upon request of Owner, some demolition debris may be required to be properly disposed of. 
Disposal of non-hazardous demolition debris may be procured at municipal or private 
landfills that accept this type of waste or at recycling facilities. Owner will require manifest 
documents and any other documentation that confirms the proper disposal of demolition 
debris in accordance with Applicable Laws. 

Removal, abatement and disposal of Hazardous Waste 

Contractor shall remove, abate and dispose of all LBP and ACMs identified in the LBP and 
ACM survey to be provided by Owner. Contractor's LBP and ACM removal, abatement and 
disposal will be supervised by an Owner Representative and will certify that each building is 
free and clear of LBP and ACMs prior to demolition of impacted buildings. Management of 
Hazardous Waste shall be performed in accordance with all Applicable Laws. Such work 
was approved pursuant to a Change Order to this Agreement dated August 8, 2012. 

Re-pavement of roads 

Upon request of the Owner, Contractor shall re-pave (patching work) existing asphalt roads. 
Implementation of Environmental Controls 

Contractor shall design, implement and maintain all environmental controls required under 
Applicable Laws, such as, but not limited to stormwater and dust controls. 

Permitting and Endorsements 

Contractor shall obtain all Permits and Approvals necessary for the Work, including, but not 
limited to, OGPE's General Consolidated Permit. 

Development and Implementation of a Health and Safety Plan 

Contractor must develop, submit and implement a health and safety plan following all 
Applicable Laws, including OSHA. 
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PROPOSAL FORM 



Guaranteed Maximum Price Contr, 


»ct 


FIXED PRICE ITEMS 






Description 




Amount 


1. 


Demolition, including oermittin 0 ' safetv clan and 
environmental controls 




$1,118,557.77 


2. 


Demolition of Guard Tower (58B) 




$25,000 


3. 


Demolition of Guard Tower (59C) 




$25,000 


4. 


Demolition of 300,000 gallon elevated 
water storage tank 




$55,000 


5. 


Demolition of All Slab On-Grade and < 3nh<stTiirinrp<: 
(excluding Structures # 8 and 45 and two guard 
towers) 




$604,386 


6. 


LBP and ACM Abatement 




$484,827 


7. 


Penitentiary Main Entrance Work (including 
demolition and other work) 




$10,138.32 


8. 


Electrical Transformers (testing and disposal) 




$1,897.50 


9. 


Demolition of Walls #1 & #2 (Buildings 5 & 31) 




$5,035.80 


10. 


Demolition of Foundations (Wall # 1), including 
sidewalk and Slabs #1 & #2 




$2,533.80 


11. 


Disposal (related to Items 9 & 10) 




$5,745.90 


12. 


Backfill (related to Items 9 & 10) 




$684.50 


13. 


Demolition of Foundations and Backfill (Buildings 
59A & 59F) 




$783.62 


14. 


Allowance (excess) 




$1,922.79 




Total Fixed Price 




$2,341,513.00 
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UNIT PRICE ITEMS 



Description 




Amount 


1 . Hauling of demolition debris to landfill 
or non-recycling facility (per cubic yard), 
including loading of trucks 




$6.35 


2. DiSDOsal of demolition dehris (ner tern's 






3 . Re-pavement of roads (per square meter) 




$16.25 


4. Hauling of demolition debris 

to recycling facility (per cubic yard) 




$6.35 


5 . Hauling of non-structural debris (per cubic yard) 




$6.35 


6, Disposal of non-structural debris (per ton) 




$45.00 


/ . .rusi-uciiiUHuun pcrnnuing monitoring 

and reporting (per month) 






8. Loading of Trucks for on-site grinding of structural 
demolition debris (per cubic yard) 




$2.35 


9. On-site hauling of structural demolition debris to de 
grinded (per cubic yard) 




$1.85 


10, Stock piling of structural demolition debris to be 
grinded (per cubic yard) 




$1.60 


11. Grinding of structural demolition debris (per cubic 
yard) 




$10.25 


12. Backfill (per cubic feet) 




$0.19 



7. Each party hereby represents and warrants to the other that each of its representations 
and warranties set forth in the Agreement are true and correct with respect to such 
party as of the effective date of this Third Amendment, with all references therein to 
the Agreement deemed to refer to this Third Amendment In addition, each party 
hereby represents and warrants to the other that, as of the effective date of this Third 
Amendment, such party is not in default with respect to its obligations under the 
contract. 

8. Contractor hereby agrees that all certifications required and submitted to the Trust 
under the Agreement, shall be updated and/or renewed and resubmitted to the Trust, 
which shall become an essential part of this Third Amendment to the Agreement 

9. This Third Amendment to the Contract shall be filed with the Office of the 
Comptroller of Puerto Rico within the legally prescribed period. 

10. All other terms and conditions of the Agreement shall remain intact and unaltered 
except as otherwise provided for herein. 
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ACCEPTANCE 



The Parties hereto accept the above amendments and ratify the terras of the Contract 
as amended herein. 



IN WITNESS WHEREOF, the Trust and Contractor have executed this Third 
Amendment, in San Juan, Puerto Rico, this 12 th day of April, 2013 



PUERTO RICO SCBENi 



By: 

Name: 

Title: 



By: 

Name: 

Title: 




OLOGY AND RESEARCH TRUST 



Ivan Rios Mena 

Acting Executive Director 



INTERLINK CONSTRUCTION, INC. 
By: x^W^ 

Name: Hermand E. Mendez-Monserrate 
Title: Vice President 
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